
Approved | CIA-RDP83-00156R000200030150-7 


c 




OC-MV<?.07& 


I FES 179 


MEMORANDUM FOR: 
25X1 FR0M : 


Executive Officer, DDA 



Deputy Director of Communications 


SUBJECT 

REFERENCE 


Designation of Alternate OC Compon ent 
Document Control Officer (CDCO) □ 

OC M78-672, 13 September 1978 


25X1 !• I I alternate OC CDCO located at 

the Headquarters Building, has been reassigned. It is 
requested that his name be deleted from the reference list 
25X1 of OC CDCO 1 s. | | 

2. It is requested that the following individual be 
designated alternate OC CDCO for the Headquarters Building 
and added to the list as a replacement for | | 


25X1 
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